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1= ST ACKERS DORP (p 49/S 40) * : 

The German Armed Forces hospital at kilometer mark 4.4. east 
of the PL0R IDS DORP (0 49A 49) - STAM&1ERSD0RF * WQLKERSDORF 
<P 49/&&0 road, was still used as a hospital by the Soviets 
on 23 October 1949c Hospital personnel and guards wore red- 
bordered black epaulets. Soldiers entering and leaving the 
building wore red-bordered black, black-bordered red, and 
black-bordered blue epaulets. The number of bed3 in the 
hospital was estimated at 6oO. No motor Vehicle traffic was 
observed. 

2. KAISI.REBERSD0RP (P 49/X 43) ** : 

The former Artillerie Kaserne at 5 Landwehrstrasse, near 
kilometer mark 9*4 - 9»8 of the electric railroad line to 
BRATISLAVA (P 49/X99) , was apparently occupied by a small 
tank unit on 23 October 19 4 9» Only one tank (five bogie 
wheels, no track “supporting rollers and no muzzle brake) 
was seen in the kaserne yard. All observed troops wore 
red-bordered black epaulets. No motor vehicles were parked 
or In operation. 
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Previous reports have stated thats 

a. * A Soviet Army hospital is located in STM5MERCDORF. 
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